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UNCLASSIFIED 

PAGE 01 BUENOS 06419 190004Z 
ACTION SY-05 

INFO OCT-01 ARA-14 ISO-OO /020W 

048512 200234Z/70 

R 182020Z AUG 78 
FM AMEMBASSY BUENOS AIRES 
TO AMEMBASSY PANAMA 
INFO SECSTATE WASHDC 7050 

UNCLAS BUENOS AIRES 6419 

PANAMA FOR RTC; DEPT FOR A/SY/OPS/T 

E.O. 11652N/A 
TAGS ASEC 

SUBJECT ADAMS RITE ELECTRIC LOCK ACTUATOR 

REF: PANAMA 5920 


Message Text 


1 . WHEN LOCKS FIRST INSTALLED, PUSH BUTTONS UTILIZED FOR 
OPERATION. PUSH BUTTONS BECAME DIFFICULT TO OPERATE AND 
TOGGLE SWITCHES WERE INSTALLED. 


2. LOCKS SHOULD BE CONNECTED TO EMERGENCY POWER SOURCE. 
LOCKS WILL NOT OPERATE WITHOUT POWER. LOCKS UTILIZED ON 
A CONSTANT BASIS. 


3. OPERATION OF LOCKS HAS BEEN FOUND TO BE QUITE SLOW. 

A MORE RAPID OPERATION OF THE LOCKS WOULD BE APPRECIATED. 
CASTRO 


UNCLASSIFIED 
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